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SUBJECT: INDUSTRY COMMITTEE QUESTIONNAIRE: STATISTICAL 
REPORT ON THE CHEMICAL INDUSTRY 
(DSTI/SI/CP/75.11) 

REF: STATE A-6699 

1. COMPLETED QUESTIONNAIRE ENCLOSED WITH REFAIR GIVES 
THE 1974 PRODUCTION FIGURE OF ETHYLENE AT 1,986,000 

M.T. WHEREAS THE 1973 FIGURE IS 10,127,000 M.T. 

2. MISSION AND SECRETARIAT BELIEVE QUOTED OUTPUT FOR 
1974 IS AN ERROR AND WOULD APPRECIATE RECEIVING CORRECT 
DATA ASAP. 
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